154     DOCKETED ITEMS
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list end.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppi 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect" Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12, Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503290034 Provides comments on Insp Repts 50-369/84-34 & 50-370/84-31 & proposed Civil Penalty EA 84-130 for event involving failure of upper head injection accumulator sys isolation valves to close at required water level.
OWEN.W.H. Duke Power Co. 85/03/22. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 13pp. 29560:131-29560:143.
R. Periodic operating reports & related correspondence
8503200025 Forwards "Semiannual Radioactive Effluent Release Rept, Jul-Dec 1984" & Rev 5 to "Offsite Dose Calculation Manual." No member of public received annual calculated dose in excess of 40CFR190 requirements.
TUCKER.H.B. Duke Power Co. 85/03/01. GRACE.J.N. Region 2, Office of Director. 3pp. 29454:290-29454:335.
-8503200035 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1984." * Duke Power Co, 84/12/31. 34pp. 29454:293-29454:326.
8503250363 Forwards monthly operating repts for Feb 1985 & revised monthly operating repts for Jan 1985.Corrections due to downrating units max dependable capacity from 1,180 to 1,150.
TUCKER.H.B. Duke Power Co. 85/03/15. Director's Office, Office of Inspection and Enforcement 1p. 29500:266-29500:279.
-8503250364 Monthly operating repts for Feb 1985. REAVIS.J.A. Duke Power Co. 85/02/28.11pp. 29500:267-29500:277.
-8503250367 Revised monthly operating repts for Jan 1985. REAVIS.J.A. Duke Power Co. 85/01/31, 2pp. 29500:278-29500:279.
S. Reportable occurrences, LERs & related correspondence
8503080002 LER 85-001-00:on 850123,nuclear svc water sys valve 2RN-158 found w/o lock & chain installed.Caused by personnel error. Procedures will be reviewed & revised.if necessary,to reflect proper locked valve requirements.W/850222 Itr. GEWEHR.S., TUCKER.H.B. Duke Power Co. 85/02/22. 5pp. 29285:019-29285:023.
8503040381 PNO-ll-85-022:on 850228,uti! equipment operator fatally injured.Caused by operator falling back & lodging head between crane & electrical lighting panel.Victim taken to hosp & died of skull fracture.
BURGER.C.. DANCE.H.C. Region 2, Office of Director. 85/02/28. 1p. 29179:362-29179:362.
8503150234 LER 85-003-01 :on 850204,steam generator temp dropped below required 70 F.Existing method for verification that both primary & secondary side pressure less than 200 psig found inadequate.Appropriate procedure initiated.W/850307 Itr. GEWEHR.S., TUCKER.H.B. Duke Power Co. 85/03/06. 4pp. 29393:056-29393:059.
8503220155 Advises that repts of nine reportable events that occurred between 850201-07 will be submitted by 850322 due to amount of manpower required for investigation,documentation & reporting.
TUCKER.H.B, Duke Power Co. 85/03/07. Record Services Branch (Document Control Desk), 1p. 29486:180-29486:180.
8503250315 LER 85-005-00:on 850212,diesel generator 2B experienced invalid automatic start.Caused by electrical storm causing voltage dip on Train B essential switchgear.Mod to undervoltage relays will be installed.W/850314 Itr. GEWEHR.S.. TUCKER.H.B. Duke Power Co. 85/03/14, 3pp. 29501:265-29501:267.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISERAF. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.), 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8502280348 FOIA request for four categories of documents re results of written operator exams at listed facilities/including dates of exams & number of candidates taking exams.
HANAUER.S.H. Technical Analysis Corp. 84/11/01. Office of Administration. 2pp 29173:007-29173:008.
8502280386 Responds to FOIA request for four categories of documents re results of written    operator   exams   at   listed    facilities.    Forwards   documents   subj   to request.Documents also available in PDR.Portions of documents withheld. FELTON.J.M. Division of Rules and Records. 84/'.?/ll   HANAUER.S K Technical Analysis Corp. 1p. 29173:009-29173:051.
8503010411 Forwards current replacement & requalification operator training programs.in response to Generic Ltr 84-14.Programs previously reviewed in SER (NUREG-0422),SER Suppls 4 & 5, insp & SALP repts.
TUCKER.H.B. Duke Power Co. 85/02/20. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. ADENSAM.E.G. Licensing Branch 4. 2pp. 29166:119-29166:142.
-8503010412 "Requalification Program for NRC Licensed Personnel."
*  Duke Power Co. 85/01/16. 14pp. 29166:121-29166:134.
-8503010415 "Operator Replacement Training Program."
*  Duke Power Co. 85/02/15. 8pp. 29166:135-29166:142.
8503190275 Advises that operator & senior operator licensing exams scheduled for wk of 85Q520.Facility should furnish selected ref matl from encl approved listlnfo re responsibilities for written exams encl.
BROWNLEE.V.L Region 2, Office of Director. 85/03/06. TUCKER.H.B. Duke Power Co. 2pp. 29447:228-29447:229.
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F. Security, medical, emergency & fire protection plans
8503250218 Corrected Page 9 to Rev 3 to Emergency Planning Procedure TSN-EOF-1 "Initial Activation of Recovery Staff." * Commonwealth Edison Co. 84/06/30. 2pp. 29492:103-29492:104.
8503180418 Responds to NRC 841228 Itr re violation noted in Insp Repts 50-373/84-29 & 50-374/84-37.Corrective actions:Procedure LIS-RT-05 will be revised by 850211 to clarify steps required to rest isolation logic.
FARRAR.D.L Commonwealth Edison Co. 85/01/25. KEPPLER.J.G. Region 3, Office of Director. 3pp. 29383:349-29383:351.
8503080079 Forwards Insp Repts 50-373/85-02 & 50-374/85-02 on 850121-28.No non-compliance noted.
PAPERIELLO.C.J. Region 3, Office of Director. 85/02/14. REED.C. Commonwealth Edison Co. 2pp. 29284:228-29284:229.
-8503080084 tnsp Repts 50-373/85-02 & 50-374/85-02 on 850121-28.No noncompli-ance or deviation noted.Major areas inspected: licensee actions on previously identified items.activatiori of emergency plan & emergency detection & classification. PLOSKIJ., SNELL.W., BROWN.G. Region 3, Office of Director. 85/02/14. 13pp. 29284:230-29284:242.
8503130492 Forwards Meeting Repts 50-237/85-02,50-249/85-02,  50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen Ellyn.lL. PAPERIELLO.CJ. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505   Meeting   Repts  50-237/85-02,50-249/85-02,50-254/85-03,  50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Major areas discussed:emergency preparedness. PLOSKI.TJ. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8503180291 Forwards Insp Repts 50-373/85-03 & 50-374/85-03 on 850114-30 & notice of violation.
HIND.J.A. Region 3, Office of Director. 85/02/21. REED.C. Commonwealth Edison Co. 2pp. 29420:348-29420:361.
-8503180308 Insp Repts 50-373/85-03 & 50-374/85-03 on 850114-30. Noncompliance noted:failure to conduct required radiological environ monitoring program.failure to submit required maps & annual rept & failure to conduct audit. ROZAK.S., HOLTZMAN.R., SCHUMACHER.M.C. Region 3, Office of Director. 85/02/ 21. 10pp. 29420:352-29420:361.
8503040436 Forwards Rev 16 to Dresden.Rev 20 to LaSalle.Rev 17 to Quad Cities & Rev 14 to Zion security plans.Revs address changes to sygnetron sys.Revs withheld (ref 10CFR73.21).
FARRAR.D.L. Commonwealth Edison Co. 85/02/25. Region 3, Office of Director. 1 p. 29178:356-29178:356.
8503120495 Advises that 850225 Rev 20 to physical security plan consistent w/provi-sions of 10CFR50.54(p) & acceptable.
AXELSON.W.L Region 3. Office of Director. 85/03/07. FARRAR.D.L. Commonwealth Edison Co. 2pp. 29313:020-29313:021.
P. Operating license stage documents & correspondence
8503010343 Application for amend to Licenses NPF-11 & NPF-18,changing Tech Specs to conform to 10CFR50.73 requirements & deleting channel check requirements from certain instruments.Fee paid.
MARSHALL.J.G. Commonwealth Edison Co. 85/02/21, DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29164:293-29165:018.
-8503010347 Proposed Tech Spec changes to conform to 10CFR50.73 requirements & to delete channel check requirements from certain instruments. * Commonwealth Edison Co. 85/02/21. 84pp. 29164:295-29165:018.04 & 50-370/85-04 on 850204-08-No violation or deviation noted.
